MONUMENT RECORD 
State of Indiana - County of Monroe 

Section: 17 Township: 9 North Range: 1 East Corner ID: BenSo G-11 

Monument Description & Remarks: Limestone with "X", height 1.10ft, length 0.40ft, width 
0.25ft. Survey Sign 4.5ft above ground at pt. B 

References On File: Legal Survey Book 2, page 16 (1858), Lee Utt survey, Charles Murphy 
(1976), on file in Surveyor Office 
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